54      DOCKETED ITEMS

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005160003 Monthly operating repts for Apr 1990 for Point Beach Units 1 & 2.W/
900510 Itr.

JACK.J.W.,  FAY.C.W. Wisconsin Electric Power Co.  90/04/30. 9pp.  53865:134-
53865:142.

S. Reportable occurrences, LERs & related correspondence

9005070088 LER 90-001-00:on 900402,containment isolation valve leakage found in
excess of Tech Spec limits.Suspected that two intermediate attempts may have par-
tially cycled valve.Valve reassembled & tested satisfactorily.W/900430 Itr.
FAY.C.W. Wisconsin Electric Power Co. 90/04/30. 5pp. 53664:059-53664:063.

9005070374 LER 90-002-00:on 900402,main steam safety valve 1-MS-2013 failed to re-
lieve setpoint during Tech Spec testing.Caused by personnel error during setpoint
adjustmentSafety valves 1-MS-2011.1-MS-2006 & 1-MS-2008 restored.W/900502 Itr.
FAY.C.W. Wisconsin Electric Power Co. 90/05/02. 7pp. 53753:311-53753:317.

V. Operator Examinations

9005020048 Forwards Requalification Exam Rept 50-266/OL-90-01 administered during
wk of 900326.

WRIGHT.G.C. Region 3, Ofc of the Director. 90/04/24. FAY.C.W. Wisconsin Electric
Power Co. 2pp. 53671:287-53672:042.

-9005020053 Requalification Program Audit Rept 50-266/OL-90-01 on 900326-30.Audit
resuits:one reactor operator failed exarn.AII senior reactor operators & all crews
passed exam.

SHEMBARGER.K., DAMON.D., BURDICK.T. Region 3, Ofc of the Director. 90/04/23.
114pp. 53671:289-53672:042.

9005160058 Provides info re generic fundamentals exam section of operator licensing
written exam to be administered on 900606.Map of area including time & location
where exams will be administered also encl.

WRIGHT.G.C. Region 3. Ofc of the Director. 90/05/09. Commonwealth Edison Co.
5pp. 53865:054-53865:058.

DOCKET 50-267 FORT ST. VRAIN NUCLEAR GENERATING STATION

F. Security, medical, emergency & fire protection plans

9004250258 Revs to abnormal operating procedures - emergency procedures.consisting
of Issue 57 - last to AOP-EP C, "Loop Shutdown," Issue 56 - last to AOP-EP E, "Ab-
normal Reactor Power Change" & Issue 58 - last to AOP-EP F-1.W/900409 Itr.
FULLER.C.H. Public Service Co. of Colorado. 90/04/09. 69pp. 53604:028-53604:095.

9005100288 Forwards draft physical security plan for proposed ISFSI to store spent fuel
onsite.Plan withheld (ref 10CFR73.21).

CRAWFORDAC. Public Service Co. of Colorado. 90/04/12. GASKINS.C. Office of
Nuclear Material Safety & Safeguards.Director. 3pp. 53793:359-53793:361.

9004260391 Forwards response to request for add! info on exercise weakness noted in
Insp Rept 50-267/89-22.Actions taken by directing reactor operator during accident
scenario appropriate & licensee notification process adequate.
CRAWFORDAC. Public Service Co. of Colorado. 90/04/18. Document Control
Branch (Document Control Desk). 4pp. 53615:102-53615:105.

9005020056 Forwards revised abnormal & emergency operating procedures, including
Issue 57 to AOP-A,AOP-B,AOP-H-1,AOP-H-2 & AOP-H-3.

FULLER.C.H. Public Service Co. of Colorado. 90/04/27. Document Control Branch
(Document Control Desk). 111 pp. 53673:262-53674:012.

-9005100056 Issue 3 to Emergency Operating Procedure EOP-1, "Restoration of Reac-
tivity Critical Safety Function.

* Public Service Co. of Colorado. 90/04/19.14pp. 53673:360-53674:012.

9005030026 Rev 3 to "Fire Protection Program Plan."

*  Public Service Co. of Colorado. 90/04/27.10pp. 53705:144-53705:153.

9005090035 Discusses Enforcement Conference Rept 50-267/90-06 on 900416 & for-
wards notice of violation.NRC remains concerned re util ability to maintain proficiency
of control room personnel in emergency preparedness.Attendance list & handout also
encl.

COLLINS.S.J. Region 4, Ofc of the Director. 90/04/27. CRAWFORDAC. Public Serv-
ice Co. of Colorado. 6pp. 53771:270-53771:301.

-9005090039 Notice of violation from insp on 900226-0302.Violations noted:certain
emergency training determined to be ineffective in that three control room teams ex-
hibited listed weaknesses.

*  Region 4, Ofc of the Director. 90/04/27. 26pp. 53771:276-53771:301.

9005150315 Ack receipt of 900119 & 0418 responses to Emergency Exercise Weak-
ness 267/8922-01 from Insp Rept 50-267/89-22 re diversion of senior reactor opera-
tor & shift technical advisor early in emergency from plant evaluation & analysis.
COLLINS.SJ. Region 4, Ofc of the Director. 90/05/10. CRAWFORD.A.C. Public Serv-
ice Co. of Colorado. 4pp. 53831:041-53831:052.

P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipmentSvc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9005240131 Staff requirements memo re SECY-90-131 involving status & developments
of plantCommission has not objected to NRC issuance of proposed confirmatory
order.

CHILK.SJ. Office of the Secretary of the Commission. 90/04/24. TAYLOR.J.M. Ofc of
the Executive Director for Operations. 1p. 53921:358-53921:358.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005010064 Forwards environ analysis re permanent shutdown of plant.per 900313
telcon w/P Erickson & advises that separate environ analysis prepared per
10CFR51.53(b) & suppi to environ rept will be prepared to address effects of decom-
missioning.

CRAWFORDAC. Public Service Co. of Colorado. 90/04/25. WEISS.S.H. Non-Power
Reactors, Decommissioning & Environmental Proj. Dir.(891001-900602). 11pp.
53677:055-53677:065.

9005010299 Forwards updated agreement to amend trust agreement w/Amend 1 re
decommissioning.per util 900215 commitment.

CRAWFORD,A.d Public Service Co. of Colorado. 90/04/25. WEISS.S.H. Non-Power
Reactors, Decommissioning & Environmental Proj. Dir.(891001-900602). 6pp.
53659:090-53659:095.

9005080154 Forwards application to amend License DPR-34,providing Tech Spec
changes needed to complete defueling.

CRAWFORDAC. Public Service Co. of Colorado. 90/04/26. WEISS.S.H. Non-Power
Reactors, Decommissioning & Environmental Proj. Dir.(891001-900602). 3pp.
53764:190-53764:220.

-9005080157 Application for amend to License DPR-34,providing Tech Spec changes
needed to complete defueling.

CRAWFORDAC. Public Service Co. of Colorado. 90/04/26. 3pp. 53764:193-
53764:195.

-9005080158 Proposed Tech Specs re defueling.

*  Public Service Co. of Colorado. 90/04/26. 25pp. 53764:196-53764:220.

9005020056 Forwards revised abnormal & emergency operating procedures, including
Issue 57 to AOP-A,AOP-B,AOP-H-1,AOP-H-2 & AOP-H-3.

FULLER.C.H. Public Service Co. of Colorado. 90/04/27. Document Control Branch
(Document Control Desk). 111pp. 53673:262-53674:012.

-9005100023 Issue 57 to Abnormal Operating Procedure AOP-A. "Moisture In-Leak-

*  Public Service Co. of Colorado. 90/04/19. 3pp. 53673:273-53673:275.

-9005100025 Issue 57 to Abnormal Operating Procedure AOP-B, "Reactor Scram."

*  Public Service Co. of Colorado. 90/04/19. 4pp. 53673:276-53673:279.

-9005100029 Issue 55 to Abnormal Operating Procedure AOP D-1, "Single Circulator
Trip."

*  Public Service Co. of Colorado. 90/04/19. 5pp. 53673:280-53673:284.

-9005100031 Issue 57 to Abnormal Operating Procedure AOP-H-1, "Abnormal Radioac-
tive Liquid Waste From Plant"

*  Public Service Co, of Colorado. 90/04/19. 4pp. 53673:285-53673:288.

-9005100035 Issue 57 to Abnormal Operating Procedure AOP-H-2, "Abnormal Radioac-
tive Gas Release From Plant."

*  Public Service Co. of Colorado. 90/04/25. 5pp. 53673:289-53673:293.

-9005100038 Issue 57 to Abnormal Operating Procedure AOP-H-3, "High Activity in
Plant."

*  Public Service Co. of Colorado. 90/04/19. 4pp. 53673:294-53673:297.

-9005100040 Issue 59 to Abnormal Operating Procedure AOP-K-1, "Environ Disturb-
ances - Earthquake."

*  Public Service Co. of Colorado. 90/04/19.18pp. 53673:301-53673:318.

-9005100045 Issue 56 to Abnormal Operating Procedure AOP-K-2, "Environ Disturb-
ances - Tornado."

*  Public Service Co. of Colorado. 90/04/19. 4pp. 53673:319-53673:321.

-9005100047 Issue 57 to Abnormal Operating Procedure AOP-L. "Loss of Instrument
Air Header."

*  Public Service Co, of Colorado. 90/04/19.11pp. 53673:322-53673:333.

-9005100049 Issue 56 to Abnormal Operating Procedure AOP-N, "Loss of Instrument
Bus."

*  Public Service Co. of Colorado. 90/04/19. 8pp. 53673:334-53673:341.

-9005100050 Issue 57 to Abnormal Operating Procedure AOP-P, "Loss of DC Bus."

*  Public Service Co. of Colorado. 90/04/19.10pp. 53673:342-53673:351.

-9005100051 Issue 57 to Abnormal Operating Procedure AOP-EP Q, "Steam Leak or
Inadvertent Lifting of Steam Relief Valve."

*  Public Service Co. of Colorado. 90/04/25. 8pp. 53673:352-53673:359.

-9005100056 Issue 3 to Emergency Operating Procedure EOP-1, "Restoration of Reac-
tivity Critical Safety Function?1

*  Public Service Co. of Colorado. 90/04/19.14pp. 53673:360-53674:012.

9005070246 Forwards confirmatory order modifying license (effective immediately) to
shutdown facility.in response to 891121 Itr & proposed amend.
WEISS.S.H.    Non-Power    Reactors,    Decommissioning    &    Environmental    Proj.
Dir.(891001-900602).  90/05/01.  CLEGG.A.  Public Service Co. of Colorado. 3pp.
53747:349-53747:355.

-9005070252 Confirmatory order modifying license (effective immediately) to shutdown
facility due to discovery of degradation of steam generator ring headers.
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/
01. Public Service Co. of Colorado. 5pp. 53747:352-53747:355.20:353-53920:353.
